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SUBJECT: DEPOSIT OF US-POLISH AGREEMENTS WITH UN 

1. DURING MY OCT 17 CALL ON HIM OTHER BUSINESS, VICE 
MINISTER OF FOREIGN AFFAIRS CZYREK SAID THAT, SINCE THE SIGNED 
COMMUNIQUE OF THE 1972 VISIT OF PRESIDENT NIXON TO POLAND HAD 
BEEN DEPOSITED WITH THE UNITED NATIONS, THE POLISH SIDE 
WOULD LIKE TO PROPOSE THAT THE AGREEMENTS SIGNED DURING 
GIEREK'S VISIT TO THE US SHOULD ALSO BE DEPOSITED. HE 
SAID THAT THESE NEW AGREEMENTS COULD BE REGARDED AS OF 
EVEN GREATER SIGNIFICANCE THAN THE 1972 COMMUNIQUE, SINCE 
THEY PROVIDE EVIDENCE OF A FURTHER SIGNIFICANT IMPOROVEMENT 
IN OUR RELATIONS, WHICH IS OF INTERNATIONAL IMPORTANCE, AND 
SINCE THEY HAVE A PRACTICAL CONTENT WHICH HAD NOT YET BEEN 
REGISTERED IN 1972. 

2. 1 SAID THAT I WOULD REPORT HIS SUGGESTION TO WASHINGTON. 

IN FURTHER DISCUSSION, WE AGREED THAT, IF THE US GOVERNMENT 
CONCURRED, IT WOULD SEEM APPROPRIATE FOR OUR RESPECTIVE UN 
MISSIONS JOINTLY TO MAKE THE ARRANGEMENTS FOR THE DEPOSIT. 

3. CZYREK DID NOT SPECIFY WHICH OF THE AGREEMENTS SIGNED 
DURING THE GIEREK VISIT HE HAD IN MIND. I BELIEVE THAT THE 
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JOINT DECLARATION ON THE DEVELOPMENT OF ECONOMIC, INDUSTRIAL, 

AND TECHNOLOGICAL COOPERATION, BOTH SIGNED BY THE PRINCIPALS, 

MEET THE CRITERIA THE POLES APPEAR TO HAVE IN MIND. TO THESE 
TWO, THE POLES MAY WISH TO ADD THE OCT 13 COMMUNIQUE. 

THE OTHER AGREEMENTS ARE INTERDEPARTMENTAL, RATHER THAN 
INTERGOVERNMENTAL, WITH THE EXCEPTION OF THE DOUBLE TAX 
CONVENTION. I DONT SEE ANY PARTICULAR POINT IN DEPOSITING 
THEM WITH THE UN, ALTHOUGH I CANT SEE ANY OBJECTION TO DOING 
THIS IF THE POLES SHOULD INSIST. 

4. RECOMMENDATION: I RECOMMEND THAT USUN BE AUTHORIZED TO 
APPROACH THE POLISH UN DELEGATION AND PROPOSE THE JOINT 
DEPOSIT OF THE JOINT STATEMENT AND THE JOINT DECLARATION, 

AND TO AGREE TO ADD TO THESE THE COMMUNIQUE, IF THE POLES 
SUGGEST THAT IT BE DEPOSITED AS WELL. 
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